FRANK E. COOPER, 258 BROADWAY, NEW YORK, 



LIC. BY N.Y.W.F.-NO. 67 

NEW YORK WORLD'S FAIR 

Officially Licensed 


POST CARD 


PLACE 
ONE CENT 
STAMP 
HERE 

FOREIGN 


Power! An impression of strength and fleetness is given by o 
the General Motors Building at the World's Fair of 1940 in * 
New York. ° 
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General Motors Building. New York World's Fair 
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